FEB. |, 1954 PRICE LIST NO. 254-W 


MECHANIC’S NET PRICE LIST 


ALL LECTROLITE TOOLS ARE GUARANTEED AGAINST DEFECTIVE MATERIALS AND WORKMANSHIP 


LECTROLITE CORPORATION DEFIANCE, OHIO, U.S.A. 
Lectrolite Quality — ALLOY BOX WRENCHES — Long Pattern 

Meme le =— 

B-1214 $ 63 $ .84 3 3/8" x 7/16" 

B-1416 67 90 3 7/16" x 1/2" 

B-1618 69 92 3 1/2" x 9/16" 

B-1820 79 1.06 3 9/16" x5/8" 

B-2024 87 1.16 3 5/8" x 3/4" 

B-2224 93 1.24 3 11/16" x 3/4" 

B-2628 1.04 1.40 3 13/16" x 7/8" 

B-3032 1.32 1.76 3 15/16" x1" 

350-C 4.09 5.46 3 5-Pc. Set (3/8" to 7/8") 

360-C 5.41 7.22 3 6-Pc. Set (3/8" to i") 

350-B 4.35 5.80 S 5-Pc, Set (3/8" to 7/8"') in Pouch 

360-R 6.44 8.58 3 6-Pc. Set (3/8" to 11 in Plastic Roll 

380-R 8.43 11.24 3 8-Pc. Set (3/8" to |'') in Plastic Roll 
Lectrolite Quality — ALLOY BOX WRENCHES — Short Pattern 

MB-1214 63 84 Ss 3/8" x 7/16" 

MB-1618 69 92 $s 1/2" x9/16" 

MB-2022 83 1.12 S 5/8" x 11/16" 

MB-3 2.15 2.88 S 3-Pc. Set (3/8" to 11/16") in Plastic Bag 


Lectrolite Quality — ALLOY COMBINATION WRENCHES 


C-12 62 82 4 3/8" 

C-14 65 88 4 7/16" 

C-16 75 1.00 4 1/2" 

C-18 81 1.08 4 9/16" 

C-20 89 1.18 4 5/8" 

C-22 95 1.26 4 11/16" 

C-24 1.01 134 4 3/4" 

C-26 131 174 4 13/16 

C-28 1.38 1.84 4 7/8" 

C-30 1.58 2.12 4 15/16 

C-32 1.78 2,38 4 " 

C34 1.97 2.64 s 1K," 

C-36 2.27 3.04 S 1%" 

C-40 2.66 3.56 S wy" 

1705-C 4.04 5.40 4 5-Pc, Set (7/16" to 11/16") 

1706-C 5.06 6.74 4 6-Pc. Set (7/16" to 3/4") 

1766-C 4.72 630 4 6-Pe. Set (3/8" to 3/4") 

1706-B 4.75 6.32 Ss 6-Pc. Set (3/8'' to 11/16") in Pouch 
1706-R 5.75 7.66 4 6-Pc. Set (7/16" to 3/4") in Plastic Roll 
1711-R 13.09 17.46 4 11-Pc. Set (3/8" to tf in Plastic Roll 
1714-R 19.73 26.32 S 14-Pc. Set 3/8 to 14"') in Plastic Roll 


Lectrolite Quality — ALLOY OPEN END WRENCHES 


0-810 5l .68 5 1/4" x 5/16" 

0-1214 ‘57 76 5 3/8" x 7/16" 

O-1416 62 82 5 7/16" x 1/2" 

O-1618 65 88 5 1/2" x9/16" 

O-1820 7 96 5 9/16" x 5/8" 

0-192 75 100 5 19/32" x 11/16" 

0-2024 89 1.18 5 5/8" x3/4" 

O-2526 1.07 1.42 5 25/32" x 13/16" 

0.2428 1.25 1.66 5 3/4" 7/8" 

O-3032 1.38 1.84 5 15/16" x 1" 

560-C 4.10 5.48 5 5-Pc. Set (3/8" to 7/8") 

560-C 5.49 7.32 5 6-Pc. Set \3/8" to 1") 

560-B 4.75 6.32 S 6-Pc. Set (1/4"' to 7/8") in Pouch 
560-R 6.18 8.24 5 6-Pc. Set (3/8" to |'') in Plastic Roll 
510-R 9.77 13.04 5 10-Pc. Set (1/4'' to 1") in Plastic Roll 


Lectrolite Quality — ALLOY TAPPET WRENCHES 
Part Mechanic List Catalog 


No. Price Price Page Description 
T-1214 2B 98 5 3/8" x 7/16" 
T-1618 Fit 1.04 s 1/2" x 9/16" 
T-2022 BI 1.08 S 5/8" x 11/16" 
T-2428 85 1.14 s 3/4" x 7/8" 
T-14 3.14 4.18 Ss 4-Pc. Set (3/8" to 7/8") in Plastic Bag 
T-22 3.14 4.18 Ss 4-Pc. Set (2 ea. T-1618, T-2022) in Bag 


COMBINATION PLIERS 


Lectrolite Quality 
205 .89 1.18 7 Slip Joint, 5", Polished 
5-N 59 80 7 Slip Joint, 5", Satin 
206 89 1.18 7 Slip Joint, 6", Polished 
6-N 59 80 7 Slip Joint, 6", Satin 
208 1.16 1.56 7 Slip Joint, 8", Polished 
8-N 85 1.14 7 Slip Joint, 8", Satin 
210 1.50 2.00 7 Slip Joint, 10", Polished 
10-N 1.10 1.48 7 Slip Joint, 10", Satin 
255 93 1.24 7 Thin Nose, 5", Polished 
5-TN -62 82 7 Thin Nose, 5", Satin 
265 93 1.24 7 Thin Nose, 6", Polished 
6-TN 62 82 7 Thin Nose, 6", Satin 
606 1.42 1.90 7 Telephone-Television, 6", Oiled 
10-WPC 1.19 1.58 8 Water Pump, 10", Polished 


STILLSON WRENCHES 
Lectrolite Quality — Forged Alloy Steel 


6-SP 1.43 1.90 6 6" Stillson Pattern 

8-SP 1.65 2.20 6 8" Stillson Pattern 

10-SP 2.14 2.86 6 10" Stillson Pattern 

14-SP 2.89 3.86 6 14" Stillson Pattern 

18-SP 4.43 5,50.” 6 18" Stillson Pattern 

24-SP 7.13 9.50 6 24'' Stillson Pattern 
SPECIAL AUTOMOTIVE TOOLS 

17-CP 3.95 5.32 8 Cup-puller 

500 99 1,32 9 Valve Lifter 

7000 95 1.26 8 Starter Manifold Wrench 

7100 99 1.32 8 Starter Manifold Wrench 

TRU-FIT CLIP SETS 

P-45 137 1.82 Mm 5-Pc. Set (5/16" to 3/4" 

P-46 1.89 2.52 i 6-Pe. Set (5/16" to 7/8" 

P-55 1.71 2.28 ul 5-Pc. Set (3/8" to 7/8") 

P-66 2.37 3.16 7 6-Pe. Set (3/8" to I") 

P-68 2.96 3.94 im 6-Pc. Set (1/2" to 1%") 

4500-C 2.07 2.76 3 5-Pc, Set (5/16" to 3/4") Polished 

4600-C 2.87 3.82 Mas 6-Pc. Set (5/16" to 7/8") Polished 

4650-C 3.55 4.74 ses 6-Pc. Set (3/8" to |") Polished 

4750-C 4,32 5.76 ox 6-Pc. Set (1/2"' to 1%") Polished 

850-C 2.52 3.36 i 5-Pc. Set (7/16" to 11/16") 

855-C 2.60 3.46 i 5-Pc. Set (7/16" to 3/4") 

860-C 2.97 3.96 i 6-Pc. Set (3/8" to 3/4") 

866-C 3.24 4.32 Wl 6-Pc. Set (7/16" to 3/4") 

2300-C 1.50 2.00 10 3-Pc. Set (3/8" to II pe 

2400-C 2.17 2.90 10 4-Pc. Set (3/8" to 25/32" 

2500-C 2.94 3.92 10 5-Pc. Set (3/8"' to 7/8" 

2600-C 3.38 4.50 10 6-Pe. Set (1/4" to 7/8" 

3130-C 1.82 2.42 10 3-Pe. Set (1/2" to 25/32") 

3140-C 2.21 2.96 10 4-Pc. Set (3/8" to 25/32") 

3150-C 2.91 3.88 10 5-Pc. Set (3/8" to 7/8") 

3160-C 3.97 5.30 10 6-Pe. Set (3/8" to 1") 

3170-C 5.57 7.42 10 7-Pe. Set (3/8" to 14") 

5300-C 1.50 2.00 10 3-Pc. Set (3/8" to 11/16"): 

5400-C 2.17 2.90 10 4-Pc. Set (3/8" to 25/32" 


FEB. |, 1954 PRICE LIST NO. 254-W 


WHOLESALE NET PRICE LIST 


ALL LECTROLITE TOOLS ARE GUARANTEED AGAINST DEFECTIVE MATERIALS AND WORKMANSHIP 


LECTROLITE CORPORATION DEFIANCE, OHIO, U.S.A. 
DISPLAY EQUIPMENT Wegeeslec tatt 
No Display and Stock Board—Complete with 45 Pcs. $24.67 $49.34 Supplement 
No Display and Stock Board—Complete with 68 Pes. 42.42 84.84 Supplement 


ZZ 
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Display and Stock Board—Complete with 63 Pes. 32.16 64.32 Supplement 
Display and Stock Board—Complete with 20 Pes. 29.95 59.90 Supplement 
Display and Stock Board—Complete with 194 Pes. 107.86 215.78 Supplement 


Lectrolite Quality — ALLOY BOX WRENCHES — Long Pattern 


Part Wholesale List Catalog Standard 
No. Price Price Page Description Carton 
B-1214 $ .42 $ .84 3 SUOMI TLV ccc Ke ccc ssccacene AOR cactaeeccecesc 6 
B-1416 45 70 3 Ff{16iex 1/2” .....- Eu. 6 
B-1618 46 92 3 1/2" x 9/16" ...... ne 6 
B-1820 53 1.06 3 9/16" x 5/8" Le. 6 
B-2024 58 1.16 3 5/8" x 3/4' pe 6 
B-2224 62 1.24 3 11/16" x 3/4" to 6 
B-2628 70 1.40 3 13/16" x 7/8' a 6 
B-3032 -88 1.76 3 Ce ee .. 6 
350-C 2.73 5.46 3 5-Pc. Set (3/8" to 7/8") . el 
360-C 3.61 7.22 3 ORé. Sot {378040 Wipe ae | 
350-B 2.90 5.80 S 5-Pc. Set ee to 7/8") in Pouch ... ao 
360-R 4.29 8.58 3 6-Pc. Set (3/8" to I") in Plastic Roll _. scant 
380-R 5.62 11.24 3 8-Pc. Set (3/8" to |") in Plastic Roll _.... el 

Lectrolite Quality — ALLOY BOX WRENCHES — Short Pattern 
MB-1214 42 .84 Ss 3/8" x 7/16" 
MB-1618 46 92 Ss 1/2" x 9/16" .. 
MB-2022 56 1.12 Ss 5/8" x 11/16" 
MB-3 1.44 2.88 S 3-Pc, Set (3/8" to 11/16") 

Lectrolite Quality — ALLOY COMBINATION WRENCHES 
G-12 Al 82 4 I ates seheahsbt seine ensdcrtaaaessomniias tants 6 
C-14 44 88 4 7/16" 6 
C-16 50 1,00 4 1/2" 6 
C-18 54 1.08 4 9/16" 6 
C-20 59 1.18 4 5/8" 6 
C-22 63 1.26 4 11/16" 6 
C-24 67 1.34 4 3/4" .. 6 
C-26 .87 1.74 4 EY LT Slee aia neteie eent-esomenseseaer tone . 6 
C-28 92 1.84 4 1) 5 Side ee ea .. 6 
C-30 1.06 2.12 4 1) ee Se Ea ES 2 6 
C-32 1.19 2.38 4 Ge aac cama caste catraananssbieaacoectceatees zn 
C-34 1.32 2.64 Ss 1," | 
C-36 1.52 3.04 S Me: Tss eee 
C-40 1.78 3.56 S 1, enlenaecare tims eens assnegest cn tag pee 
1705-C 2.70 5.40 4 5-Pc. Set 21 
1706-C 3.37 6.74 4 6-Pc. Set (7/16" to 3/4") ...... ani | 
1766-C 3.15 6.30 4 6-Pc. Set (3/8" to 3/4") 2. il 
1706-B 3.16 6.32 S 6-Pc. Set (3/8" to 11/16") in Pouch 00.00. 6 
1706-R 3.83 7.66 4 6-Pc. Set (7/16" to 3/4") in Plastic Roll | 
I711-R 8.73 17.46 4 11-Pe. Set (se to 1") in Plastic Roll 200. 1 
1714-R 13.16 26.32 S 14-Pc. Set (3/8" to 1!/4") in Plastic Roll 4 
Lectrolite Quality — ALLOY OPEN END WRENCHES 

0-810 34 68 5 PANS B/UGC 095.22 Ee 6 
O-1214 38 76 5 3/8" x 7/16" .... an 16 
O-1416 4l 82 5 7/16" x 1/2"... 2,06 
O-1618 44 88 5 1/24.x 9/16" —. a 16 
O-1820 48 96 5 9/letax 5/8". ...c+... 16 
O-1922 50 1.00 5 19/32" x 11/16" 6 
O-2024 59 1.18 5 5/8" x 3/4" _.... 6 
O-2526 71 1.42 5 25/32" x 13/16" 6 
O-2428 83 1.66 5 3/4%.x 7/8"... 6 
0-3032 92 1.84 5 15/16" x 1" 2.16 
550-C 2.74 5.48 5 5-Pc. Set (3/8" to 7/8" re) 
560-C 3.66 7.32 5 6-PRo;.'Set.(3/8" to 1") ....--825... xl 
560-B 3.16 6.32 Ss 6-Pc, Set (1/4"' to 7/8") in Pouch ...... . 6 
560-R 4.12 8.24 5 6-Pc. Set (3/8" to 1") in Plastic Roll _.... abil 
510-R 6.52 13.04 5 10-Pc. Set (1/4" to 1") in Plastic Roll _.......... | 


4.50 Ibs. 
40.00 Ibs. 
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Lectrolite Quality — ALLOY TAPPET WRENCHES 
Part : Wholesale List Catalog Standard Carton 


No. Price Price Page Description Carton Weight 
T-1214 49 98 S 3/8" x 7/16" 6 .75 Ibs. 
T-1618 ‘52 1104 S 1/2" x 9/16" | 1.31 Ibs. 
T-2022 54 1.08 S 5/8" x 11/16" . .6 1.75 Ibs. 
1-2428 ‘57 1.14 $ 3/4" « 7/8" TsieSiliog. 25 S210 6 2.19 Ibs. 
T-14 2.09 4.18 S 4-Pc. Set 3/8" to 7/8") in Plasti 9G anes 6 6.25 Ibs. 
T-22 2.09 4.18 $s 4-Pc. Set (2 ea. T-1618, T-2022) in Bag .... 6 6.44 Ibs. 


COMBINATION PLIERS 


Lectrolite Quality 

205 59 1.18 7 Slip Joint, 5", Polished — 22.222. | 31 Ibs. 
5-N 40 80 7 Slip Joint, 5", Satin —......... a2 3.25 Ibs 
206 59 1.18 7 Slip Joint, 6", Polished ... I 44 Ibs 
6-N 40 80 7 Slip Joint, 6", Satin ....... 12 4.63 Ibs. 
208 .78 1.56 7 Slip Joint, 8", Polished I .56 Ibs 
8-N 57 1.14 7 Slip Joint, 8", Satin ... 12 7.00 Ibs. 
210 1.00 2.00 7 Slip Joint, 10", Polished - b | 81 Ibs, 
10-N 74 1.48 7 Slip Joint, Ce | ae: Sanne: 12 9.37 Ibs. 
255 .62 1.24 7 Thin Nose, 5", Polished 2.2. | .25 Ibs. 
5-TN 4l 82 7 Thin Nose, 5", Satin _........ 12 3.00 Ibs. 
265 62 1.24 7 Thin Nose, 6", Polished _. x. | .38 Ibs. 
6-TN 4 82 7 Thin Nose, 6", Satin ................... 12 4.50 Ibs. 

95 1.90 7 Telephone-Television, 6 a Bet .25 Ibs. 
10-WPC 79 1.58 8 Water Pump, 10", Polished 0 12 8.69 Ibs. 


STILLSON WRENCHES 
Lectrolite Quality — Forged Alloy Steel 


i 6 6" Stillson Pattern . 2.25 Ibs 
8-SP 1:10 2.20 6 8" Stillson Pattern . 4.06 Ibs. 
10-SP 1.43 2.86 6 10" Stillson Pattern 7.94 lbs 
14-SP 1.93 3.86 6 14" Stillson Pattern 14.94 Ibs. 
18-SP 2.75 5.50 6 18" Stillson Pattern 25.50 Ibs. 
24-SP 4.75 9.50 6 24" Stillson Pattern 45.00 lbs. 

SPECIAL AUTOMOTIVE TOOLS 
17-CP 2.66 5.32 8 Ose) 4-1) | 5 penne ie canes | Reon * * 1.81 Ibs. 
500 66 1,32 9 i 8 ae ree 25.31 Ibs. 
7000 63 1.26 8 Starter Manifold Wrench 4.00 Ibs. 
7100 66 1.32 8 Starter Manifold Wrench 5.38 Ibs. 
TRU-FIT CLIP SETS 
P-45 91 1.82 Wl 5-Pc. Set (5/16" to ie" at See «2 3 2.37 Ibs. 
P-46 1.26 2.52 rT 6-Pc, Set (5/16" to 7/8") 3 3.75 Ibs. 
P.55 1.14 2.28 i 5-Pc. Set (3/8" to 7/8") _... wd 3.56 Ibs 
P-66 1.58 3.16 a 6-Pes-Set (3/6" fo 1") 2. 3Ed..AL 3 5.25 lbs. 
P-68 1.97 3.94 i BePo}-Set (1/2 to WY) nana Enea ssececnccnedh 3 7.56 Ibs. 
4500-C 1.38 2.76 5-Pc. Set ine to 3/4") Polished 3 2.37 lbs. 
4600-C 1.91 3.82 6-Pc. Set (5/16" to 7/8") Polished 3 3.75 Ibs. 
4650-C 2.37 4.74 = 6-Pc. Set (3/8" to ") Polished 0... 3 5.25 lbs. 
4750-C 2.88 5.76 Ea 6-Pc. Set (1/2" to 1%") Polished 0000... 3 7.56 lbs. 
850-C 1.68 3.36 I 5-Pc. Set (7/16" to VI/16") 3 2.87 Ibs. 
855-C 1.73 3.46 ul 5-Pc. Set (7/16" to 3/4") _... 3 3.06 Ibs. 
860-C 1.98 3.96 Mm 6-Pe. Set (3/8" to 3/4") a 3.25 Ibs. 
866-C 2.16 432 T 6-Pc. Set (7/16" to 3/4") as 4.00 Ibs. 
2300-C 1.00 2.00 10 3-Pe. Set (3/8" to aie'| 3 23 1.19 Ibs. 
2400-C 1.45 2.90 10 4-Pc. Set (3/8" to 25/32" = 3 2.06 Ibs. 
2500-C 1.96 3.92 10 5-Pc. Set (3/8" to 7/8") . 23 3.19 Ibs. 
2600-C 2.25 4.50 10 6-Pc. Set (1/4" to 7/8") - ws 3.31 Ibs. 
3130-C 1.21 2.42 10 3-Pc. Set (1/2" to ea" 2 +3 3.31 Ibs. 
3140-C 1.48 2.96 10 4-Pc, Set (3/8" to 25/32") . » 3 3.75 Ibs. 
3150-C 1.94 3.88 10 5-Pc. Set (3/8" to 7/8") ..... | 6.00 Ibs. 
3160-C 2.65 5.30 10 6-Pc. Set (3/8" to I") _... 243 8.94 Ibs. 
3170-C 3.71 7.42 10 7-Ra “Set (3/8" to 1"). 230... 3 12.87 Ibs 
5300-C 1.00 2.00 10 3-Pc. Set (3/8" to isz'| : 6 3.44 Ibs 
5400-C 1.45 2.90 10 4-Pc. Set (3/8" to 25/32" 6 5.69 Ibs 


